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THE SUN.

Ids paper upon the mean temperature of the sun's sur-
face, published in the "Annales de Chimie," in 1877.
We give a diagram of the instrument. It consists of
two concentric spheres of thin metal, the outer twenty-
three centimetres in diameter, the inner fifteen centi-
metres. The outer is polished on the outside; the
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VIOLLE'S ACTINOMETEE.

inner is blackened on the inside. The space between
the two spheres is filled with water, which is kept at a
uniform temperature either by mixing snow or ice with
it, or else by a current circulated through it by means
of the stopcocks tf, t. A. sensitive thermometer, T, has
its1 blackened bulb placed in the center- of the inner